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TTf.^T.IA 722 ( 31).—RT33R, IfK-ffll PfflWr 1906 (1906 ^1 3) Tift TTTCT 7 % NTO 21 ^WIRI 

(1) f^Rf'Wferfl -ppm ■apffift t, 3?*^:— 

1 . -UfijRr HW 3ftr RRN :—(1) ^ fftTrftf ^)T RftjRT ffafa (l^jJTC %T foW-'<Sig m 3Rq^T 82% #t StftfftiW 

18%^T^'W(%fttaf1S^%RIWWr3fkw3rc) fWf, 1997 t; 

(2) ^ TranTiT ^7 ^rrO^r I 

2. HlHf*b dM^H :—Rl9«hl Pin!*9 STftrfftlPT, 1906 (1906 ^>T 3) ^ft *HTT 6 % 3ft]W <31$ T H7 


HTOlft 



supsh 



IIW15RR 3 

RH3T 33R 'fif 

1^ 64^1 

4.85 WT SftftPW % 1/20031 tpT^T^r 

1/253T tPT 31 3pr 373^ W ftf 3T7TC 


-oh 3ft ^rai 3 sftrc 17.5% 

5.044 UTR 3ffr 4.656 7PT % ^T?t 


aftT 18,5%%^faff 1 
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[Part II— Sec. 3(i)] 


MINISTRY OF FINANCE 
(Department of Economic Affairs) 

. NOTIFICATION 
New Delhi, the 23rd December, i 997 

G.S.R. 722 (E).—In exercise of the powers conferred by sub-section (1) of section 21 read with section 7 of the 
Coinage Act, 1906 (3 of 1906), the Central Government hereby makes the following rules, namely :— 

1. Short title and commencement:— 

(1) These rules may be called Coinage (Standard weight and remedy of the One Rupee Circular Coins containing 
Iron 82% and Chromium 18% with the theme ‘Cellular Jail’) Rules, 1997. 

(2) They shall come into force on the date of their publication in the Official Gazette. 

i. Standard weight and remedy allowed :— 

The standard weight of the coins of One Rupee coined under the provisions of section 6 of the Coinage Act, 1906 
'3 of 1906) and the remedy allowed in making such coins shall be as specified in the Table below :— 


TABLE 

•enomination of the 

Standard 

Remedy allowed 


x>in 

weight 

In composition , 

In standard weight 

Jne Rupee 

4.85 

grammes 

l/200th plus or minus for 
Chromium, that is to say 

Chromium could vary 
between 17.5% and 18.5% 

l/25th, plus or minus, that is to say, the 
weight could vary between 5.044 
grammes and 4.656 grammes. 


[File No. 13/3/97-Coin. 11(1)] 
M.P. SINGH, Under Secy. (Coin) 
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